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SUBJECT: TECHNICAL ASSISTANCE JAKARTA 

REF: HONG KONG 0181 CANBERRA 0107 

1 . IN ADDITION TO TASKS OUTLINED IN REF A, RSO REQUESTS THAT 
SEABEE OVERVIEW INSTALLATION OF MOD II INCINERATOR IN CRU. RSO 
ALSO WISHES TO DISCUSS WITH TSO FEASIBILITY OF PLACING ALARM 
SYSTEMS IN CONSULATES TO ALERT EXTERIOR GUARDS OF UNAUTHORIZED 
ENTRY DURING NON-DUTY HOURS. ALSO REQUEST TSO TO INSTALL MRL 
CYPHER LOCK ON REAR DOOR OF CHANCERY AFTER CCTV INSTALLATION. 

2. RSO HAS THE FOLLOWING EQUIPMENT ON HAND: 

500 FT. - RG - 59/U CABLE 
100 FT. - 1/2" CCTV CABLE 
ONE VS4 SWITCH 
ONE 6 MM. LENS 
ONE MONITOR WV 760 
THREE CAMERAS MTC 21 MK II 
TWO CCTV CONTROL UNIT CBMZ 
ONE PT550M PAN AND TILT 
ONE 1:14/12.5 LENS 
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ONE MONITOR VM 201 
ONE FOUR-POSITION ALARM MONITOR 
ONE AV 103 CONTROL SENDER 
ONE AT 3 TRANSCEIVER 

ESTIMATE THAT 450 FT. OF CCTV CABLE REQUIRED TO CONNECT REAR 
CAMERA TO MSG DESK. 

3. GSO HAS BEEN REQUESTED TO INSTALL TWO (2) TWENTY-FIVE FOOT 
POLES AS INDICATED IN ATTACHMENT TO TSR REPORT DATED 1 1/28/75. 
DRAWINGS FOR CONNECTING BOX WITH LID TO BE MOUNTED ON POLE ALSO 
SUBMITTED TO GSO. GSO ADVISED THAT DATE INSTALLATION WILL BE 
COMPLETED IS UNKNOWN AT THIS TIME. RSO WILL ADVISE ESTIMATED 
COMPLETION DATE BY SEPTEL. 

4. FOLLOWING PARAGRAPHS REFER TO PARAGRAPHS IN REFTEL B. 

(1) SUGGEST CCTV MOUNTS BE SENT TO POST. FABRICATION HERE 
WILL CAUSE DELAY. 

(2) SUGGEST THAT CCTV CABLE FOR REAR PERIMETER BE OVERHEAD 
SUPPORTED BY STEEL CABLE. CABLE TO TRANSIT MOTOR POOL AREA. 

WITHIN CHANCERY. CABLES CAN BE ROUTED THROUGH FALSE CEILING. 

AT REAR ENTRANCE TO CHANCERY, CABLES CAN BE ATTACHED TO THE WALL 
FOR APPROXIMATELY 15 FEET. CLAMPS ARE REQUIRED. 

(3) GSO ADVISES THAT NECESSARY TOOLS ARE ON HAND HERE FOR CABLE 
ENTRANCE. 

(4) RSO HAS A SMALL SUPPLY OF CARPENTRY TOOLS IF REQUIRED. 

OTHERS CAN BE OBTAINED FROM GSO. BELIEVE CARPENTRY REQUIRED FOR 
LOBBY INSTALLATION AND POSSIBLY INSTALLATION OF MONITORS IN MSG 
DESK. 

(5) AND (8) RSO UNFAMILIAR WITH ALARM SYSTEM. 

(6) SUGGEST CABLE CLAMPS. ANCHORS AND SCREWS BE SHIPPED TO POST. 

(9) CONSULATE MEDAN PRESENTLY HAS A 8400 LOCK WITH P50 

EXTENSION INSTALLED ON DOOR LEADING TO SECOND FLOOR. BRUTE WITH 
CYPHER IS ON HAND FOR INSTALLATION AS DUTY HOUR CONTROL. BECAUSE 
OF SERIOUS POWER PROBLEMS IN MEDAN, CAN MRL BE EQUIPPED WITH A 
BATTERY SECONDARY POWER SOURCE? MEDAN ALSO REQUESTS REPLACEMENT 
OF INSTALLED P50 EXTENSION. NEW EXTENSION ON HAND. MRL IN 
SURABAYA IS INSTALLED AND OPERATIONAL. INSPECTION IS REQUESTED. 

RSO PLANS TO ACCOMPANY TSO TO CONSULATE. 

RIVUI 
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